OF SOUTH CAROLINA
GPNERAL AND PURMANSNT LAws-1962

Item 4. For Equipment Maintenance:
A. Personal Service:
A-1. Salaries:
Shop  Foreman  .............. $
M echanic  ..................
Total (Item  4) For Equipment
M aintenance  ............
Item 5. For Operation:
B. Contractual Services:
B-2.  Travel  .................. $
B-3. Telegraph and Telephone ..
B-4. Repairs  ... .............
B-5. Printing and Advertising ..
B-6. Water, Heat, L i g h t and
P ow er  .................
B-7. Other Contractual Services.
C. Supplies:
C-4. Office  Supplies  ...........
C-8. Motor Vehicle Supplies ....
C-11. Other  Supplies  ..........
D. Fixed Charges and Contributions:
D -1.  R ents  ...................
D-2.  Insurance  ...............
D-3. Contributions  ............
G. Equipment:
G-1. Office Equipment .........
G-4. Motor Vehicles and Equip-
m ent  ..................
Total (Item 5) For Operation ....
Item 6. Maintenance and   Improve-
ments of Airports ........
Construction of Airport Marl-
boro  County  ............

4,123.00
3,561.00

$    7,684.00

11,000.00
2,700.00
9,000.00
1,000.00
7,300.00
5,000.00
3,000.00
4,500.00
1,000.00
50.00
5,500.00
800.00
1,200.00
3,000.00

$   55,050.00
$   35,000.00

40,000.00
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